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MEMORANDUM FOR: Director of Central Intelligence 

from 


Donald F. Chamberlain 
Inspector General 


SUBJECT 


Survey of the Domestic Collection 
Division (DCD) 


1. We have recently completed the second 
survey ot the post-inyestigatorype^ f orwarded to the DDO 

" n^-rn^ion r^nes, 

2. Overall we found tovVago.S^er.^ita^ot their roles 
that its officers genera * ** w ork. Although for the most part 

and the bounds within which V with the legality and 

-rryVfTcDrac^ 

^""rmaUeg^ opinions from the Office of the Genera 
Counsel on these specific activities. 

3 . we also have 

will improve DCD's reporting The int ent of these recom- 

rupting normal operating procedure^ ^ reqairements le vied on 

mendations is to ad reve and expe rienced personnel. 25X1A 

DCD through use of mor 
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